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Sec. 39. The city health officer or the sanitary inspector shall inspect all. milk 
wagons or other conveyances delivering milk for use in St. Augustine, and they shall 
also take samples of not less than 1 pint of milk, skimmed milk, or cream in the original 
bottle, from each wagon or other conveyance, for examination by the State board of 
health laboratory to determine the degree of purity of such milk, skimmed milk, or 
cream, and samples for examination shall be taken at least once every two weeks. 

Sec. 40. Skimmed milk is hereby defined to be milk from which part or all of the 
cream naturally belonging to such milk has been removed, and such skimmed milk 
may be sold providing it is placed in bottles or containers properly marked ' ' Skimmed 
milk." 

Sec. 41. Cream to be sold in St. Augustine shall contain not less than 20 per cent 
butter fat, and not more than 1,000,000 bacteria per cubic centimeter. 

Wells — Construction of— Closing when Insanitary. (Ord. 32, Aug. 1, 1916.) 

Sec 14. Wells of all description shall be so constructed that no water or drippings 
from any of said wells or any other liquid or deleterious matter shall flow or run back 
into said well, and in the case of "dug" wells there shall be a fill or surface capping of 
solid concrete which shall be at least 6 inches in depth and shall slope from the edge 
of the well in all directions for a radius of at least 4 feet; the highest point of such 
concrete capping to be at the edge of the well and at least 6 inches above the level 
of the ground, and the lowest point to extend at its outer extremity to beneath the 
surface of the ground. Any person having the control of the prem J ses on which is 
located a well not constructed in compliance with the provisions of this ordinance 
shall bo punished as hereinafter provided, and the city health officer shall cause 
any such well not constructed in full compliance with this ordinance to be closed or 
filled up and abated as a nuisance. 

Hotels, Restaurants, Boarding Houses, and Lunch Counters— Sanitary Regulation 
and Inspection. (Ord. 32, Aug. 1, 1916.) 

Sec. 22. All hotels, restaurants, boarding houses, or lunch counters within the 
limits of the city of St. Augustine shall comply with the following requirements; 
that is to say, all dining rooms, or rooms where lunches are served, shall have all 
windows thoroughly screened with screening of sufficiently fine mesh to exclude all 
flies, and all doors or passageways leading to or from such dining rooms, or rooms where 
lunches are served, shall be provided with screen doors, which shall be in use at all 
times; and all kitchens or other places where food is prepared or cooked for such 
hotels, boarding houses, or lunch counters shall also be thoroughly screened and shall 
be kept clean and tidy, and free from disagreeable odors, and all swill, garbage, or 
other offal shall be kept in large galvanized-iron cans with tight iron covers. 

Sec. 23. The sanitary inspector shall make frequent and thorough inspection of all 
hotels, restaurants, boarding houses, and lunch counters, and he shall examine espe- 
cially the kitchens and back parts of the premises of such places of business, and he 
mu3t at once call to the attention of the owners or proprietors of such places the slightest 
violation of the provisions of this ordinance as set forth in the foregoing section. 

Premises — Sanitary Regulation. (Ord. 32, Aug. 1, 1916.) 

Sec. 19. All premises in the city shall be kept in a state of sanitary cleanliness and 
shall be kept free from tin cans, bones, offal, refuse, and vegetable matter, trash, 
weeds, standing water, or other deleterious or insanitary substances, and persons 
living upon or in contro 1 of such premises shall be held responsiole for its condition 
under the provisions of this ordinance. An exception is made in the case of cisterns 
and reservoirs or rain barrels used for the storage of water for drinking or other pur- 
poses, providing such cisterns, reservoirs, or rain barrels shall be screened so as to 
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effectively prevent the entrance of mosquitoes; and all external openings leading to 
sewers, cesspools, septic tanks, or Imhoff tanks shall be effectively screened so as to 
prevent the admission of mosquitoes or flies. 

Sewers — Connections With. (Ord. 32, Aug. 1, 1916.) 

Sec. 15. All water-closets, flush toilets, and urinals within accessible distance of 
any public sanitary sewer shall be connected with said sewer, and all surface privies 
existing on such premises are hereby ordered discontinued; but no water-closets, 
flush toilets, urinals, or drains leading from such water-closets, flush toilets, or urinals 
shall be connected into or empty into any so-called storm sewer or drainpipe intended 
only for the drainage of surface water in time of rains. All sanitary toilets, flush 
toilets, and urinals on premises included in the sanitary sewer district shall be connected 
with such public sanitary sewer, and all premises abutting on streets in any newly 
established public sanitary sewer district shall be connected within two years after 
the completion of such sewer; and all surface closets existing on such premises are 
hereby declared to be a nuisance and ordered discontinued. 

Privies and Cesspools — Construction and Location. (Ord. 32, Aug. 1, 1916.) 

Sec. 16. Outside the limits of accessible sewers surface privies may be made to 
comply with the following requirements; that is to say, such privy must be fly proof 
in every particular, it must contain a self-closing door, screen openings for light and 
ventilation on either side, and each seat cover fit so as to cover the hole completely; 
and such seat cover must be attached to the seat with metal hinges, and either a block 
or strip at the back or a spring hinge must oe used to insure closure of the seat when not 
in use. At the back and below the seat holes standard size galvanized buckets must 
be provided, such buckets to set on a tight board, plank, or concrete floor, and that 
portion of the privy below the seat must be fly proof and be provided with screened 
openings on either side, just below the level of the seats, for ventilation. The back 
part of the privy shall be provided with a tightly fitting door, made to swing and lift 
up, and hung with metal hinges. Such door shall be kept tightly closed by means 
of a hook or wooden button, and only opened for the purpose of emptying the buckets 
from time to time as necessary. A box of lime shall be kept inside the privy at all 
times for use as a deodorant every time the privy is used. 

Sec. 17. No privy, cesspool, septic tank, or Imhoff tank shall be constructed or 
maintained within less than 40 feet of any well of any description. 

Stables and Disposal of Manure. (Ord. 32, Aug. 1, 1916.) 

Sec. 30. The owners, managers, or persons in control of any stables, inclosures, or 
lots where horses, mules, cows, or other animals are kept within the city of St. Augus- 
tine shall keep said stable or stables in a clean and sanitary condition, and shall not 
permit manure or unclean bedding or other filth to accumulate so as to be offensive 
to the senses or injurious to the public health. Each stall in all stables shall be 
thoroughly cleaned of all manure and used bedding at least once each day, and such 
manure and sweepings shall be placed in a covered ventilated bin of suitable size, 
which shall be covered with a wire-screen cover of sufficiently fine mesh to prevent 
the entrance or escape of flies, and such manure bin shall be constructed of planks 
or concrete, and shall have a tight bottom; the sides shall be at least 5 feet high, meas- 
uring from the bottom of the bin on the inside, and these shall be level on top where 
the screened cover shall fit ou the top of the bin. (A plan of the manure-bin cover 
required will be furnished by the sanitary inspector or the health officer.) At one 
end or side of the manure bin there shall bo an opening near the top which shall be 
sufficiently large that the manure and sweepings from the stable and stable yard may 
be thrown into the bin, and over this opening there shall be a door large enough to 



